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0. FOREWORD 

0.1 This Indian Standard ( Part II ) was adopted by the Indian 
Standards Institution on 8 June 1978, after the draft finalized by the 
Footwear Sectional Committee had been approved by the Chemical 
Division Council. 

0.2 The existing system of footwear sizes followed in India is known as 
English size scale and is covered in IS : 1638-1969*. It is expected that 
in the near future, a changeover to the internationally accepted Mondo- 
point system will take place progressively. The fundamental characteri- 
stics of the Mondopoint system are given in IS : 8751 ( Part I )-1978f, 
and that standard is expected to familiarize footwear manufacturers, 
traders and users with the basic features of the Mondopoint system. In 
this part of the standard, length gradings are laid down. Width gradings 
are expected to be finalized in the near future. 

0.3 This standard is based on ISO 3355-1975 Shoe sizes — System of 
length grading ( for use in the Mondopoint system ), published by the 
International Organization for Standardization. 



1. SCOPE 

1.1 This standard ( Part II ) prescribes the system of grading of lengths 
for use in the Mondopoint system of footwear sizes. The length gradings 
are applicable to all types of footwear. 

2. TERMINOLOGY 

2.1 For the purpose of this standard, the definitions given in IS : 2050- 
1967+ and IS : 8751 ( Part I )-1978f shall apply. 



*Sizes and fittings of footwear {first revision ). 

tFootwear sizes in Mondopoint system: Part I Fundamental characteristics. 

^Glossary of footwear terms. 
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3. LENGTH INTERVALS 

3.1 Length intervals upon which the Mondopoint system is based shaii 
be 5 mm or 7*5 mm, the origin of the grade being fixed at zero, h is 
expected that for most footwear, the length intervals of 5 mm shall be 
adequate. However, in special situations, the interval of 7*5 mm may 
be necessary. 

4. METHOD OF INDICATING THE LENGTH 

4.1 Indication of length in the size marking shall always be given in 
millimetres. In the series of lengths with interval of 7 S 5 mm, the 
indication of length in size marking shall be to the nearest lower whole 
number. 

5. LENGTHS 

5.1 Table 1 specifies, as an illustration, all lengths between 105 and 
300 mm, for use in Mondopoint system. 



IS : 8751 ( Part II ) - 1978 



TABLE 1 LENGTH SERIES ( FROM 105 TO 300 mm ONLY ) 

Series with 5 mm Interval Series with 7*5 mm Interval 

( Indicated to the Nearest 



Lower Whole Number ) 



105 105 

110 

115 112 

120 120 

125 

130 127 

135 135 

140 

145 142 

150 150 

155 

160 157 

165 165 

170 

175 172 

180 180 

185 

190 187 

195 195 

200 

205 202 

210 210 

215 

220 217 

225 225 

230 

235 232 

240 240 

245 

250 247 

255 255 

260 

265 262 

270 270 

275 

280 277 

285 285 

290 

295 292 

300 300 
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IS: 

583-1969 Ankle boots for general purposes (first revision ) 

584-1964 Chaplis, frontior pattern, for general purposes ( revised) 

1638-1969 Sizes and fitting of footwear {first revision ) 

1989-1973 Safety boots and shoes for mines and heavy metal industries ( second revision ) 

2050-1967 Glossary of footwear terms 

2051-1976 Leather footwear, methods for sampling of ( first revision ) 

2060-1962 Gent's leather shoes 

2472-1969 Protective gaiters 

3735-1966 Canvas shoes, rubber sole 

3736-1966 Canvas boots, rubber sole 

3738-1975 Rubber knee boots {first revision ) 

3976-1975 Safety rubber-canvas ankle boots for miners (first revision ) 

4128-1967 Fireman's leather boots 

4512-1967 Footwear lasts, wooden 

4585-1968 Football boots 

5259-1969 Girls 5 and maids' school shoes 

5332-1969 Boys' and youths' school shoes 

5333-1969 Leather cricket boots 

5520-1969 Lasts, wooden, for heavy-duty boots 

5557-1969 Industrial and safety rubber knee boots 

5676-1970 Moulded solid rubber soles and heels 

5689-1970 Ankle derby boots 

5852-1970 Protective steel toe caps for footwear 

5853-1970 Open-toe wedge sandal for nurses 

5865-1970 Heels, wooden for women's and girl's footwear 

6053 Hand tools for footwear industry 

6053 ( Part I )-l970 Upper clicking knife 

6053 ( Part II V1971 Bottom cutting knife ( RAMPI } 

6053 ( Part III )-197l Designers' knife 

6053 ( Part IV )-1972 Half round knife 

6053 ( Part V )-1972 Straight hacking knife 

6478-1972 Shoe for nurses 

6493-1971 Leather sandal for men 

6502-1971 Size stick for footwear industry 

6519-1971 Selection, care and repair of safety footwear, code of practice for 

6664-1972 Micro-cellular rubber soles and heels 

6719-1972 Solid PVC soles and heels 

6721-1972 PVC sandal 

7329-1974 Metal last for safety rubber-canvas ankle boots 

7554-1974 StifTeners 

7555-1974 Code of practice for the manufacture of ankle boots for general purposes 

7568-1975 Direct moulded sole ankle boots for general purposes 

7573-1975 Hockey shoes 

8060-1976 Heel tip and toe tip with nails for footwear 

8085 ( Part I )-1976 Methods of test for footwear: Part I Dimensions, fitting and 
adhesion test 

8606-1977 Brass screw wire for footwear 



